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MILK:   PRODUCTION   AND   CONTROL

The principle of   heat exchange has been carried a stage further by the
"A.P.V.   Paraflow"   apparatus   shown   on   p.  415  and  the rate   at  which
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FIG. 196.     A.P.V. " Tarbet " Holder (Plan).
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FIG. 197.     A.P.V. " Tarbet " Holder.
heat is transferred per square foot of plate area has been increased so that a
smaller plate is required than was formerly necessary. A saving of 30 to
35 per cent, is achieved as regards plate sizes without any increase in working